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At the beginning o- January 1953, feu* gut Herman ola^s producing screen 
f r -m netal wire were combined into a Konbinat. They are: ork^ I, T....A 

,- or v s n, t.TA Graefenthal} -«*.« III, the former urivate firm of 
’a^rschnei der urid > Lenzner in Ceulenrodaj Yorks W, a metal screen factory 
X .acre Plants, T 'A Raguhn and the private firm of ’abst und 

scheduled to be added to the Kombinat in the future, 
t:? a Keustadt is the leading enterorise of the Komoinat, ana it. pi * 
direetor, r-fc-imilian Alletsee, was anointed head of ail factor ae, mclu 
in the Kombinat , 

Production of nickel screen for shipment to tussia, discontinued in the 
utt,- r, 8 rt of 3952 , has not been resumed since.. ..o Russian or.iei fo 
f . „r -JX -creen in ’953 has cone in. At the end of -arch 1953, 

Allet^ef XSled fothe llnistry for General : -chine Construction 
an* was informed there that a Russian order for tne production of pnoe^iOT- 
bronze screen was expected to arrive shortly. So specifications aoout the 
quality and quantity of the screen were given to Alletsee., in a c w n-««n. 

,-f the' administrative and technical heads of TV. .A neustadt, Alletsee repor..- 
on his v sit to the Ministry and stated that he exacted the Russian order 
f 0 concern considerable quantities of the desired screen He added tm xn view 
. lf previous inquiries made about the plants' capacity for -tne production 

of phosphor-bronze screen with 8,000 meshes p« caliber< . 

believed that the announced Russian order would be for screen of su.n tano 

Ac a result of the interruption of nickel screen production, TM A Keustadt has 
d i smissed about. 180 workers since the end of 1952. The plant now has a 
total crew of 332, including administrative personnel. 

% mid-1951 ( f no ) >alilov, a Russian, notified the T.P 71 Keustadt management . 
that the Russian annual requirements for nickel screen // 2 JO amounted to 
between 300,000 and 500,000 square meters. Since at that time the ™a«m 
caoacHv ofV'.’A Keustadt and its affiliated works was only around 130,000 _ 

squire meters per year, plans were made for an expansion of the worxs and put 
?nto effect,' In the course of the expansion Wogrnm. a new weaving hall was 
built and completed.' It now houses 21 looms for the production of t oug 
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caliber screen , A new hall for the plant crew* with a factory mess and rooms 
for cultural purposes, was also completed and is to be opened on 30 April 
19*53 • The old weaving hall wag provided with an additional story for new 
offices and for an extension of the works 8 reed plant. The frame of the 
new itory is completed,, Because of the lack of funds the installment of 
offices and windows was postponed until 1954 ^ 

5 ,• The Security Police personnel stationed at TELA Neustadt while nickel screen 
production was in progress vfcr. a withdrawn in January 1953 r At the same time 
the plant guard was reduced from about 20 to half this strength* 

6o Since 1 January 1953* no Russian personnel have appeared at Til A Neustadt or 
at. the other nlants affiliated with the Kombinat, with one exception: 

Ai eksandr Leontovich Stesnov visited TSk'A Neustadt in mid-January 1953 and 
lodged a complaint about a nickel screen delivery made in June 1952 * This 
delivery consisted o" '^Bartien^ 77 and 7&, about 1,800 square meters of 
nickel screen No , 230,, 3tesriov 8 s complaint was based on the fact that the 
analysis of the nickel wire of the shipment indicated the manganese content 
of the nickel to be 0,02 percent, whereas the specifications prescribed a 
maximum content of 0,002 percent* The result of an investigation with 
SAG Karten, Hettsiedt, showed that the faulty analysis was caused by a 
typing error ma.de in Hettstedt and that the actual manganese content was 
only 0*002 percent as required .. The Keustadt Plant Director had to take 
an oath and make out a certificate to the effect that the manganese content 
of the nickel did not exceed 0,002 oercent, whereunon otesnov withdrew his 
complaint , 

After ^tesnov^s visit neither he nor any other Russian appeared in Neustadi, 
in spite of the fact that around 1500 square meters of first quality nickel 
wire screen No* 230 and between 13,000 &n<* 15,000 -'u.rre ^eters t .ird quality 
(reject) screen are still stored at T7V r A k'eustadt. The approximate value of 
this stock is 1,500,000 DME, In the latter part of 1952 f Stesnov had promised 
that the entire stock, including the reject screen, would be accepted by the 
Russians, but this promise had not been fulfilled as of early 1953- Director 
Alletsee tried to sell the stock but was prevented from doing so by an order 
issued to the works by the Buero fuer birt&chaftsfragen* 

8 As of early April 1953 about 30 DFL looms for the production of fine caliber 
screen were in operation at T?"* r A Neustadt in the old weaving hall.. Six 
looms for the production of rough screen were brought from TEV'A Crae Tenths! to 
Neustadt in March 1953; at the same time, 15 looms for the production of rough 
screen were brought from Zeulenroda to Neustadt * Of the 21 rough caliber 
looms placed in the new weaving hall, two are in operation now; all of them 

are expected to be in operation by the end of April 1953* About 50 DFL looms 

at TELA Neustadt are not operating now, TFuA Graefenthal has a total of about 
50 looms running at present. They are producing rough caliber screens, 
mostly from iron wire, and also screens ma.de from ?CU threads procured from 
Wolfen, About 15 looms are not operating now at TEV/A Graefenthal^ The Zeulen- 
roda Vorks have 12 fine caliber looms and eight rough caliber looms in operation 

now, with about 20 looms standing emoty. The operating looms are nutting out 

per Ion and phcophw-bronssa screen for firms in East Germany^ 

9 TELA Neustadt is producing perlon with one loom which ha3 been in full operation 
except for a short inter runt ion of a few days - since December 1952. Prior to 
this time, this loom was run on trial operations * The perlon screen produced 
in TjLA Neustadt is of No* 320 si 2 e, with about 13,000 meshes per square 
centimeter* It is made from thread of 0*030 to 0*035 millimeter strength 
procured from Schwaraa* The loom is operated in three shifts of eight hours 
each with an output of about *80 centimeter length per shift* Bix of the looms 
now in ooeration at the Zeulenroda Forks are putting out perlon of sises 
varying between No* 60 and No* 250. These looms are operated in two daily 
shifts with the out nut per shift varying from one to three meters, according 
to the quality of the perlon screen. 
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_ rs ,. • lQ^ rt Neu<- f adt ha a produced screen* exclusively 
During tnc ^ ^ output daring this period .waa phastph**- 
for delivery _T,odU Ao^ ^ ^ ^ ^ 

bronze net eeu /*.«.rj.un.g ^ Fire Drawing. Plant >f which- 

b; on«« wire «asj dra.' phosphOplroDae wire trltii a ain&man «!*- 

s^srts: a*rs,sr«iss^ “rr 4 «, 

pr’ce Of the wire considerably. TfWA lteustadt had to pay ?0 nlu, P« 
kilogras# of -completed wire, whereas its normal pri.ee xs about 40 i*~ 

At the end oT the first ouarter of 1953, SK» Heust&dt received an order to. 
reduce 250 square meters of nickel wire screen No. 250 ^and tne same amoui,, 
of nickel wire screen No., 320 for the Riesa Artificial oxlk worjw. g-- 
order will be carried out daring the second quarter of 1953 with 
virt of 0 05 and 0.035 millimeter strength to be drawn form trie dettst 
7,S, Addition, DH2 S »v. ad «d~ t.o TEA ^ 

square meters of mostly rough screen from iron, brass a ^ n ^' ,^.\ ick ., ( 
is to be completed during the second quarter of 1953. The * c 

screen concerns the following quantities and sxses: 200 squaie meters ti 
screen concerns xr of Q 09 ammeter and wire strength ox 

0 ll 055 millimeter; 200 square meters of nickel screen of 0.075 millimeter 
mesh width and 0.05 millimeter wire strength; 100 square meters o. 0. * 
millimeter mesh width and 0.035 millimeter wire strength. 

12 The following is the munber of reeds produced in the leu^tadi, 

plant during' the first quarter of 1933“. 

t Toc-a 09 r>*»+dH of all sizes, varying between Nos, 150 and 400; 

S, U T.S. iflu dl- «P U So. Add, ipplpdidg 1 -d 

^TS"iu 1~ . to *>. U5. i»X„di». X r-d 

for oar Ion production., 

The^£bw^HW»ntioncd 1 Med8 :l were*nad« 0 fr^ C ^“^®' ir ^ a ^^^’^'^j|^^ BBn ^^ 

• if} ounniies at 0SA Leioaig and at the 3chiet.rumpf Urm in Jena, it ms 

^ ~ .Srsi srrr 

reed plant now ha& a total crew of 1.5 « VJ ^ p x-j > rrx0 

missed from the plant since the end of 1952; solderers Hetmuu u.UJUg 
and Eduard Guedter; apprentice Emil 3choen; Polishers Frau Uidwig «<*» 
^auluenert* binder Frau Doebner; spring setter Rpaeul«±». 4Mrt»Q®«« 
?inde« Alva.; and Frau Hauberg were transferred from the reeo plant *> 
the administration of the works . 
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